The Premier Legislative Building 
: Queen's Park 
of Ontario Toronto, Ontanto 
M7A 1A1 


965-9353 


August 29, 1986 


Dear Mr. Brown: 


This will acknowledge your letters of 
May 25th, June 13th and July 29th regarding the 
review of the Report of the Ad Hoc Committee on 
Environmental Hypersensitivity Disorders. 


I understand that the Honourable 
Murray Elston has responded to your letter of 
June llth and that the Honourable Ian Scott 
has received your July 28th correspondence. 


Rest assured that I am very much 
aware of your concerns and that your opinions 
have been noted. 


Sincerely, 


Qu Yo 


David Peterson 


Mr. Chris Brown, 
1102-258 Lisgar Street, 
Ottawa, Ontario. 

K2P 0C9 


